To: Johanna Miller[Miller.Johanna@epa.gov] 

From: Cristiano, Gina 

Sent: Fri 8/14/2015 4:49:56 PM 

Subject: GKM info -accts, etc 

Hi Johanna, 


Account code is A8K9 RV. . .if anyone needs help with the account string for TAs, Kendra 
and/or Joe Poetter can help. 


ICP location is 2500 Main Ave, Durango, CO 81301 


Gina Cristiano 

Emergency Response & Planning Coordinator 

EPA Region 8 

303-312-6688 


1802640 


ED 000552D 00002068-00001 



